ft The consensus" on several points is given. From the Report, indeed, 

from what was allowed into evidence when Specter, Eisnberg and Redlich conducted 

the hearings, or when the four other Commission lav/yers who got copies of this 

memo could have, it v/ould never be known that consensus fb) is that the President 

could have been hit "possibly as early as frame 199 (when there appears to be 

a 

some jerkiness in his movement) or, with higher degree of possibility, at frames 
204 

$24-06 (where his right elbow appears to be raised to an artificially high pcu»4rt 
position)” 

Nor would it be known- for the Commission did not see fit to include 

/■N 

this knowleddg in either its 900 page ^eport of the estimated 10, 000, OOOmwords of 
"evidence” it printed, that ”(d)the President may have been struck by the first 
bullet as much as two seconds before any visible reaction began”. 

Wh8t this means is that, with reaction visible by ■frame 199, the ^re si dent 
could h8ve been struck by the first bullet, by^F r0me s 162-163. These, carefully, 

Ifere eliminated from those the Commission made into slides for close study and 
printed in its evidence . 

Taking another possibility from this same consensus -”in all liklihood, 

however, the maximum delay would be under one second...” and from the "consensus of 

all th9se experts, the President could have been hit as early as about JL82/ Frame . ' 

h lift* ih J 

This, also, is not anywhere recorded, save where it was s up p r essed. Instead, all these 
eminent and honorable gentlemen, lav;yers end assorted experts that$they were, 
either wrote or remained silent when others wrote and the Commission concluded what 
they here conceived as only "possible”, that the President* reaction was instantan- 
eous. 

This memo also spells it out: "...the President may have been struck 







2 



as early as 163( sic) . • .may have been struck as early as 168-70 ...may have 

been struck 8s early as 179-188". 

This "consensus” elso believed that the first bullet caused 

Connelly’s chest wounds only , from the "strong indications" that "the bullet 

recovered from Governor Connelly’s stretcher (an assumption never proved) does 

not appear to have penetrated a wrist". These exact words, "does not appear to have 
\\ 

penetrated a wrist are repeated in the same (e) paragraph. 



On delayed reaction time -jfiand the Report postulates none for the 

XHBHBXXX 

Preside nt, although the experts considered it likely andrassumes hhs for the 

u one 

overnor,^ the expert consensus reads, 

"The liklihood of a dBisyacd instantaneous rection is particularly great 

(\ 

in regard to the wrist wound, since the pain is usually felt more quickly in a 



limb than in the torse." 

(jto the consesjnus that 

y One dissent only is record, that of Atien Specterr^nT^t'ffronl^ itax 

Connaly could not have received his chest wound after ^‘rarne 236. 
towxiitHzS0nH2ffliyx(^ui(ix:hHSszrB2eiradxh±2X0ii03tx^®and^zlcteqxl«QS^Xz^BXb2liEyedzx 



^HBKaAiyzffzaaiiziiaxexfeKBiizliztztHxfekBxzljeatxzx vJLp ' ’feels the Governor was in a 



position to receive the chest wound up to 242". 



